Masks 


Constant Flow 


te ye aah SEE 


289 Series Airline Passenger 
Oxygen Masks and Non-Functional 


MODEL CHOICES 


Demonstrator Masks 
y 
P/N 289-1002 P/N 289-1020 
No flow indicator or lanyard Lanyard on tubing 
~ Non-Functional Demonstrator 
Masks are used by many 
airlines for passenger briefings 
as J and instruction. These 
a VA low- cost, rugged masks are 
designed to last longer and 
look better over long periods 
of use than conventional 
MS masks. The demonstrator 
P/N 289-1001 | masks are non-functional 
Flow indicator incorporated into P/N 289-1030 
reservoir bag) no lanyard Lanyard on mask and cannot be connected to or 
mistaken for functional units. 
IMPROPER USE OR IMPROPER MAINTENANCE OF THIS MAINTENANCE MANUAL AVAILABLE FROM AVOX 
EQUIPMENT MAY RESULT IN SERIOUS PERSONAL SYSTEMS AND ONLY BY SERVICE TECHNICIANS 
EOS DERI Bee RY onic ec. an san EE The AVOX Systems line of Aviation Passenger Oxygen Masks features two basic 
THESE ASSEMBLIES ARE INTENDED TO BE USED ONLY IN THIS EQUIPMENT. THE NAMES OF AUTHORIZED series designed to meet FAA and aircraft manufacturers’ specifications. Several 
FOR AVIATION APPLICATIONS AS COMPONENTS OF A Q configurations are also qualified for business jets and other general aircraft use. 
COMPLETE AVIATION OXYGEN SYSTEM USED ONLY By, SERVICE CENTERS ARE AVAILABLE FROM AVOX 
OR UNDER THE SUPERVISION OF, A PILOT OR CREW SYSTEMS OR YOUR AUTHORIZED AVOX SYSTEMS Molded silicone rubber facepieces are bright yellow for instant identification, 
MEMBER TRAINED AND QUALIFIED IN ITS USE. DISTRIBUTOR. and vinyl reservoirs are imprinted with quick-donning instructions. All 
THIS EQUIPMENT IS TO BE SERVICED ONLY IN THIS EQUIPMENT IS TO BE USED ONLY WITH AVOX Systems masks are easily installed and require only minimum servicing. 
ACCORDANCE WITH THE APPLICABLE COMPONENT PNITION BREATHING OXIGEN. 
Two different types of flow indicators are available to assure passengers and 
flight attendants that the unit is functioning properly. They meet FAA 
TSO-C64, TSO-C64a and SAE AS8025 requirements and are completely 
interchangeable with current masks on most major airlines. 
AVOX Systems AVOX Systems 


225 Erie Street ¢ Lancaster, NY 14086 ° Tel: 716 683-5100 ¢ Fax: 716 681-1089 ® Technical Sales: 800 459-3690 


RUE 

AS 9100B & a 
www.avoxsys.com BUREAU VERITAS 
Certification 


Copyright 2008, AVOX Systems Inc. All Rights Reserved © Printed in USA * AVIA 53021 5/08 N°180508 


* Type of Flow Indicator 


(1) None (2) Bag featuring integrated green indicator (3) P/N 804273-01 in-line indicator 


289-601 Series Masks (4) P/N 8540-00 in-line indicator (5) P/N 00-5270 in-line indicator (6) P/N 803479-01 in-line indicator 
AVOX Systems AVOX Systems Airline AVOX P/N Description Fitting Flow Ind.** Tube I.D. Total Length 
ZODIAC Passenger Oxygen Masks PIN Inches Inches 
289-601-875 Mask Assembly, Passenger Oxygen (BAC 10-60137-118) None 2 3/32 64.25 
289-601-876 Mask Assembly, Passenger Oxygen (BAC 10-60137-33) 5065-10 2 3/32 57 
289-601-877 Mask Assembly, Passenger Oxygen (BAC 10-60137-119) None 2 3/32 58 
289-601-878 Mask Assembly, Passenger Oxygen (GRUMMAN) None 2 5/32 49 
289-601-879 Mask Assembly, Passenger Oxygen 00-7341 3 3/32 61 
289-601-880 Mask Assembly, Passenger Oxygen None 2 3/32 50 
OUTSTANDING FEATURES: MODEL CHOICES: 289-601-881 Mask Assembly, Passenger Oxygen 00-7341 3 3/32 64 
289-601-882 Mask Assembly, Passenger Oxygen 00-7341 3 3/32 70 
289-601-883 Mask Assembly, Passenger Oxygen None 3 3/32 70 
¢ Choice of two basic models to meet manufacturers’ 289-601-884 Mask Assembly, Passenger Oxygen 00-7341 3 3/32 75 
a 3 289-601-885 Mask Assembly, Passenger Oxygen 00-7341 3 3/32 76 
specifications 289-601-886 Mask Assembly, Passenger Oxygen 00-7341 3 3/32 77 
° Molded yellow silicone rubber facepieces 289-601-887 Mask Assembly, Passenger Oxygen 00-7341 3 3/32 90 
. be . ; . . 289-601-888 Mask Assembly, Passenger Oxygen 00-7341 3 3/32 90 
¢ Vinyl reservoirs imprinted with donning instructions 289-601-900 Mask Assembly, Passenger Oxygen None 2 3/32 4A 
* Two types of flow indicator models available 289-601-901-1 Mask Assembly, Passenger Oxygen None 2 3/32 50 
. 289-601-901-2 Mask Assembly, Passenger Oxygen None 2 3/32 73 
¢ FAA TSO-C64 and TSO-C64a approved for maximum 289-601-901-3 Mask Assembly, Passenger Oxygen None 2 3/32 86.50 
altitude of 40,000 ft. 289-601-903-1 Mask Assembly, Passenger Oxygen (17B2N8001-503) None 4 5/32 38.75 
. 289-601-903-2 Mask Assembly, Passenger Oxygen (17B2N8001-505) None 4 5/32 58.75 
° Interchangeable with masks currently used on most 289-601-903-3 Mask Assembly, Passenger Oxygen (17B2N8001-507) None 3 5/32 110.75 
major airlines 289-601-L105 Mask Assembly, Passenger Oxygen None 1 3/32 34 
ie : — 289-601-L106 Mask Assembly, Passenger Oxygen (LOCKHEED 671970-105) None 1 3/32 77 
° Phase dilution operation for oxygen efficiency 289-601-L108 Mask Assembly, Passenger Oxygen (LOCKHEED 671970-109) None 1 3/32 79 
¢ Minimum three-year shelf life 289-601-L110 Mask Assembly, Passenger Oxygen (LOCKHEED 671970-115) None 2 3/32 55 
he % . . 289-601-L111 Mask Assembly, Passenger Oxygen (LOCKHEED 671970-113) None 2 3/32 79 
* Original equipment at most major aircraft manufacturers 289-601-L112 Mask Assembly, Passenger Oxygen 5065-10 2 5/32 145 
° Easy stowage 
* 289-801 Series easy maintenance — snap on-off bag and tube * Type of Flow Indicator 
7 (1) None (2) Bag featuring integrated green indicator (3) P/N 804273-01 in-line indicator 
289-801 Series Masks (4) P/N 8540-00 in-line indicator (5) P/N 00-5270 in-line indicator (6) P/N 803479-01 in-line indicator 
AVOX P/N Description Fitting Flow Ind.** Tube I.D. Total Length 
P/N Inches Inches 
289-801-050 Mask Assembly, Passenger Oxygen None 2 3/32 44 
289-601 Series shown with flow indicator integrated 289-801-051 Mask Assembly, Passenger Oxygen (BAC $418W001-106) None 3 3/32 57 
into the reservoir bag, approved to FAA TSO-C64a. 289-801-052 Mask Assembly, Passenger Oxygen (BAC $418W001-107) None 3 3/32 57 
Also available with in-line flow indicator. 289-801-053 Mask Assembly, Passenger Oxygen (BAC $418W001-108) None 3 3/32 62 
289-801-054 Mask Assembly, Passenger Oxygen (BAC $418W001-110) None 3 3/32 68 
289-801-055 Mask Assembly, Passenger Oxygen (BAC $418W001-111) None 3 3/32 68 
289-801-056 Mask Assembly, Passenger Oxygen (BAC $418W001-115) None 3 3/32 73 
289-801-057 Mask Assembly, Passenger Oxygen (BAC $418W001-117) None 3 3/32 68 
289-801-058 Mask Assembly, Passenger Oxygen (BAC $418W001-112) None 3 3/32 68 
289-801-059 Mask Assembly, Passenger Oxygen (BAC $418W001-114) None 3 3/32 68 
289-801-060 Mask Assembly, Passenger Oxygen (BAC $418W001-109) None 2 3/32 68 
289-801-061 Mask Assembly, Passenger Oxygen (BAC $418W001-113) None 2 3/32 68 
289-801-062 Mask Assembly, Passenger Oxygen (BAC S418W001-116) None 2 3/32 73 
289-801-063 Mask Assembly, Passenger Oxygen (BAC $418W001-118) None 2 3/32 80 
289-801-65 Mask Assembly, Passenger Oxygen 8570-03 3 3/32 60 
289-801-100 Mask Assembly, Passenger Oxygen None 2 3/32 49 
VARIABLES AFFECTING CONFIGURATION: 289-801-101 Mask Assembly, Passenger Oxygen None 3 3/32 49 
289-801-119 Mask Assembly, Passenger Oxygen (BAC $418W001-119) 289-761-1 3 3/32 48 
289-801-120 Mask Assembly, Passenger Oxygen (BAC S418W001-120) 289-761-1 3 3/32 62 
A. Total length 289-801-121 Mask Assembly, Passenger Oxygen (BAC $418W001-121) None 3 3/32 72 
: 289-801-122 Mask Assembly, Passenger Oxygen (BAC $418W001-122) 289-761-1 3 3/32 72 
B. Lanyard location on supply tube 289-801-123 Mask Assembly, Passenger Oxygen (BAC $418W001-123) 289-761-1 3 3/32 86 
C. In-line flow indicator location on supply tube 289-801-228 Mask Assembly, Passenger Oxygen 289-761-1 2 3/32 42 
: Cas . ‘ 289-801-228-1 Mask Assembly, Passenger Oxygen None 2 3/32 50 
NOTE: C1 represents optional flow indicator integrated into the 289-801-228-2 Mask Assembly, Passenger Oxygen None 2 3/32 42 
reservoir bag 289-801-235 Mask Assembly, Passenger Oxygen 289-761-1 2 3/32 48 
289-801-236 Mask Assembly, Passenger Oxygen (BAC $418W001-105) None 3 3/32 48 
D. Lanyard length 289-801-237 Mask Assembly, Passenger Oxygen (BAC S418W001-104) None 3 3/32 62 
NOTE: D1 represents a lanyard located on the facepiece that is 289-801-238 Mask Assembly, Passenger Oxygen (BAC $418W001-102) None 3 3/32 68 
; tes 289-801-239 Mask Assembly, Passenger Oxygen (BAC $418W001-103) None 3 3/32 65 
easily attached and detached from the valve plate by a specifically 289-801-240 Mask Assembly, Passenger Oxygen (BAC S418W001-100) None 3 3/32 48 
designed mounting terminal 289-801-241 Mask Assembly, Passenger Oxygen (BAC $418W001-101) None 3 3/32 65 
289-801-724-1A Mask Assembly, Passenger Oxygen (EROS MW40-01) None 2 3/32 63 
289-801-724-2A Mask Assembly, Passenger Oxygen (EROS MW40-02) None 2 3/32 63 
289-801-724-3A Mask Assembly, Passenger Oxygen (EROS MW40-03) None 2 3/32 63 
R E C 0) M M E N D E D M Al N T E N AN C E G U ] D E 289-801-724-4A Mask Assembly, Passenger Oxygen (EROS MW40-04) None 2 3/32 63 
289-801-724-5A Mask Assembly, Passenger Oxygen (EROS MW40-05) None 2 3/32 78 
289-801-724-6A Mask Assembly, Passenger Oxygen (EROS MW40-06) None 2 3/32 78 
. i 5 aia 289-801-724-7A Mask Assembly, Passenger Oxygen (EROS MW40-07) None 2 3/32 51 
Yearly visual Inspection: ; . 289-801-724-8A Mask Assembly, Passenger Oxygen (EROS MW40-08) None 2 3/32 51 
° For the first three (3) years for deformation, kinks, tears, damaged 289-801-724-9A Mask Assembly, Passenger Oxygen (EROS MW40-09) None 2 3/32 63 
ae : ‘ : : 289-801-724-10A Mask Assembly, Passenger Oxygen (EROS MW40-10) None 2 3/32 63 
lanyards, sticking valves, discoloration, contamination, and head 289-801 Series sh ith in-line flow indi 289-801-724-11A Mask Assembly, Passenger Oxygen (EROS MW40-11) None 2 3/32 51 
harness condition. PEA TAN TSG CRI TAAT LE 289-801-724-12A Mask Assembly, P Oxygen (EROS MW40-12) N 2 3/32 51 
_ approved to FAA TSO-C64a. Also available ask Assembly, Fassenger Uxygen one 
e After the third year, all service is on condition. A more freq uent with flow indicator integrated into the reservoir bag. 289-801-724-13A Mask Assemb y, Passenger Oxygen (EROS MW40-13) None 2 3/32 87 
. : : : : eas ty, 289-801-724-14A Mask Assembly, Passenger Oxygen (EROS MW40-14) None 2 3/32 87 
visual inspection is recommended using above criteria. 289-801-724-15A Mask Assembly, Passenger Oxygen (EROS MW40-15) None 2 3/32 78 
‘ fais ‘ 289-801-724-16A Mask Assembly, Passenger Oxygen (EROS MW40-16) None 2 3/32 78 
Service interval Is 6 year 289-801-724-17A Mask Assembly, Passenger Oxygen (EROS MW40-17) None 2 3/32 87 
e Shelf life is 36 months. 289-801-724-18A Mask Assembly, Passenger Oxygen (EROS MW40-18) None 2 3/32 87 


** Type of Flow Indicator ** Type of Flow Indicator 


(1) None (2) Bag featuring integrated green indicator (3) P/N 804273-01 in-line indicator (1) None (2) Bag featuring integrated green indicator (3) P/N 804273-01 in-line indicator 
289-601 Series Masks (4) P/N 8540-00 in-line indicator (5) P/N 00-5270 in-line indicator (6) P/N 803479-01 in-line indicator 289-601 Series Masks (4) P/N 8540-00 in-line indicator (5) P/N 00-5270 in-line indicator (6) P/N 803479-01 in-line indicator 
AVOX P/N Description Fitting Flow Ind.** Tube I.D. Total Length AVOX P/N Description Fitting Flow Ind.** Tube I.D. Total Length 
P/N Inches Inches P/N Inches Inches 
289-601-724-28A Mask Assembly, Passenger Oxygen (EROS MW 39-28) None 3 3/32 63 289-601-2 Mask Assembly, Passenger Oxygen (BWM 7002-503) None 1 3/32 84 
289-601-724-29A Mask Assembly, Passenger Oxygen (EROS MW 39-29) None 3 3/32 51 289-601-3 Mask Assembly, Passenger Oxygen 289-644 1 3/32 54 
289-601-724-30A Mask Assembly, Passenger Oxygen (EROS MW 39-30) None 3 3/32 51 289-601-4 Mask Assembly, Passenger Oxygen None 1 3/32 70 
289-601-724-31A Mask Assembly, Passenger Oxygen (EROS MW 39-31) None 3 3/32 87 289-601-5 Mask Assembly, Passenger Oxygen (BWM 7002-1) None 1 3/32 54 
289-601-72432A Mask Assembly, Passenger Oxygen (EROS MW 39-32) None 3 3/32 87 289-601-6 Mask Assembly, Passenger Oxygen (BWM 7002-501) 289-56-1 1 3/32 54 
289-601-724-33A Mask Assembly, Passenger Oxygen (EROS MW 39-33) None 3 3/32 78 289-601-7 Mask Assembly, Passenger Oxygen None 1 3/32 22 
289-601-724-34A Mask Assembly, Passenger Oxygen (EROS MW 39-34) None 3 3/32 78 289-601-8 Mask Assembly, Passenger Oxygen (RCC 900-002-071-03) Noné 1 5/32 60 
SeeSL aoe uae Mask Assembly, Passenger Onygen (EROS MW 39-35) Notie : a . 289-601-10 Mask Assembly, Passenger Oxygen (AVOX HRI-8102-003700) None 1 3/32 36 
289-601-724-36A Mask Assembly, Passenger Oxygen (EROS MW 39-36) None 3 3/32 87 289-601-11 Mask Assembly, Passenger Oxygen None 1 5/32 5A 
289-601-724-37A Mask Assembly, Passenger Oxygen (EROS MW 39-37) None 3 3/32 85 389-601-12 Mask A\ bl i p 9 0 9 5065-10 1 5/32 54 
289-601-726 Mask Assembly, Passenger Oxygen (BAC 10-60137-166 00-734 2 3/32 68.25 Se eee Ye eseseniget gen 
289-601-727 Mask Assembly, Passenger Oxygen (BAC 10-60137-167 00-734 2 3/32 64 289-601-13 Mask Assembly, Passenger Oxygen 289-56 i 3/32 34 
289-601-728 Mask Assembly, Passenger Oxygen (BAC 10-60137-168 00-734 2 3/32 57.25 289-601-14 Mask Assembly, Passenger Oxygen 14807-00 1 5/32 54 
289-601-729 Mask assembly, Passenger Oxygen (BAC 10-60137-169 00-734 2 3/32 80.5 289-601-15 Mask Assembly, Passenger Oxygen (UAL 6F-12692) None 1 5/32 5] 
289-601-730 Mask Assembly, Passenger Oxygen (BAC 10-60137-170, 00-734 2 3/32 58 289-601-16 Mask Assembly, Passenger Oxygen (BWM 7002-505) None 1 5/32 54 
289-601-731 Mask Assembly, Passenger Oxygen (BAC 10-60137-171 00-734 2 3/32 77 289-601-17 Mask Assembly, Passenger Oxygen (BWM 7002-507) 00-4716 1 5/32 54 
289-601-732 Mask Assembly, Passenger Oxygen (BAC 10-60137-172 00-734 2 3/32 68.25 289-601-18 Mask Assembly, Passenger Oxygen (RCC 900-002-071-01) None 1 3/32 60 
289-601-733 Mask Assembly, Passenger Oxygen (BAC 10-60137-173 00-734 2 3/32 55 289-601-21 Mask Assembly, Passenger Oxygen (LS! 60321) None 1 5/32 11 
289-601-734 Mask Assembly, Passenger Oxygen (BAC 10-60137-174 00-734 2 3/32 68.25 289-601-22 Mask Assembly, Passenger Oxygen None 1 5/32 50 
289-601-735 Mask Assembly, Passenger Oxygen (BAC 10-60137-175 00-734 2 3/32 63 289-601-27 Mask Assembly, Passenger Oxygen None 1 3/32 50 
289-601-736 Mask Assembly, Passenger Oxygen (BAC 10-60137-176) 00-734 2 3/32 85 289-601-28 Mask Assembly, Passenger Oxygen (BEECH 101-384102-11) None 1 3/32 42 
289-601-737 Mask Assembly, Passenger Oxygen (BAC 10-60137-177 00-734 2 3/32 62 289-601-29 Mask Assembly, Passenger Oxygen None 1 3/32 56 
289-601-738 Mask Assembly, Passenger Oxygen (BAC 10-60137-178, 00-734 2 3/32 64 289-601-32 Mask Assembly, Passenger Oxygen (BEECH 101-560040-21) None 1 3/32 58 
289-601-739 Mask Assembly, Passenger Oxygen (BAC 10-60137-179 00-734 Z 3/32 77 289-601-34 Mask Assembly, Passenger Oxygen 289-57 1 5/32 54 
289-601-740 Mask Assembly, Passenger Oxygen (BAC 10-60137-180) 00-734 2 3/32 77 289-601-35 Mask Assembly, Passenger Oxygen None 4 5/32 84 
289-601-741 Mask Assembly, Passenger Oxygen (BAC 10-60137-181 00-734 2 3/32 85 289-601-37 Mask Assembly, Passenger Oxygen (BAC AN 774205-200) None 3 5/32 47 
289-601-742 Mask Assembly, Passenger Oxygen (BAC 10-60137-182 00-734 ‘ 3/32 86.75 289-601-38 Mask Assembly, Passenger Oxygen (BAC 41774205-201) None 3 5/32 61 
289-601-743 Mask Assembly, Passenger Oxygen (BAC 10-60137-266) 00-734 3 3/32 68.25 289-601-39 Mask Assembly, Passenger Oxygen (BAC 417T4205-202) None 3 5/32 67 
Ie Maske ssembly Fessenden Oxygen (BAC 10 O01a/26% aes 2 sibae “ 289-601-40 Mask Assembly, Passenger Oxygen (BAC 417T4205-203) None 3 5/32 47 
289-601-745 Mask Assembly, Passenger Oxygen (BAC 10-60137-168 00-734 3 3/32 57.25 289-601-41 Mask Assembly, Passenger Oxygen (BAC 417T4205-204) None 3 3/32 85 
289-601-746 Mask Assembly, Passenger Oxygen (BAC 10-60137-269 00-734 3 3/32 80.5 i 
289-601-747 Mask Assembly, Passenger Oxygen (BAC 10-60137-270) 00-734 3 3/32 58 Pie is Mask Assembly, Passenger Oygen (GAC 417 F202) Nate 2 a a 
y g ya 289-601-066-1 Mask Assembly, Passenger Oxygen None 3 3/32 46.50 
289-601-748 Mask Assembly, Passenger Oxygen (BAC 10-60137-271 00-734 3 3/32 77 y 9 yg 
289-601-749 Mask Assembly, Passenger Oxygen (BAC 10-60137-272 00-734 3 3/32 68.25 289-601-066-2 Mask Assembly, Passenger Oxygen None 3 3/32 62 
289-601-750 Mask Assembly, Passenger Oxygen (BAC 10-60137-273) 00-734 3 3/32 55 289-601-202 Mask Assembly, Passenger Oxygen (BWM 7002-511) None 2 3/32 84 
289-601-751 Mask Assembly, Passenger Oxygen (BAC 10-60137-274 00-734 3 3/32 68.25 289-601-203 Mask Assembly, Passenger Oxygen 289-644 2 3/32 54 
289-601-752 Mask Assembly, Passenger Oxygen (BAC 10-60137-275 00-734 3 3/32 63 289-601-204 Mask Assembly, Passenger Oxygen None 2 3/32 70 
289-601-753 Mask Assembly, Passenger Oxygen (BAC 10-60137-276 00-734 3 3/32 85 289-601-205 Mask Assembly, Passenger Oxygen (BWM 7002-509) None 2 3/32 54 
289-601-754 Mask Assembly, Passenger Oxygen (BAC 10-60137-277) 00-734 3 3/32 62 289-601-206 Mask Assembly, Passenger Oxygen 289-56-1 2 3/32 54 
289-601-755 Mask Assembly, Passenger Oxygen (BAC 10-60137-278 00-734 3 3/32 64 289-601-207 Mask Assembly, Passenger Oxygen None 2 3/32 22 
289-601-756 Mask Assembly, Passenger Oxygen (BAC 10-60137-279) 00-734 3 3/32 77 289-601-208 Mask Assembly, Passenger Oxygen None 2 5/32 60 
289-601-757 Mask Assembly, Passenger Oxygen (BAC 10-60137-280) 00-734 3 3/32 77 289-601-208-1 Mask Assembly, Passenger Oxygen 5065-10 2 5/32 62 
289-601-758 Mask Assembly, Passenger Oxygen (BAC 10-60137-281 00-734 3 3/32 85 289-601-210 Mask Assembly, Passenger Oxygen None 2: 3/32 12.75 
289-601-759 Mask Assembly, Passenger Oxygen (BAC 10-60137-282 00-734 3 3/32 86.75 289-601-211 Mask Assembly, Passenger Oxygen None 2 5/32 54 
289-601-761 Mask Assembly, Passenger Oxygen (BAC 10-60137-184 00-734 J 3/32 57.25 289-601-211-1 Mask Assembly, Passenger Oxygen None 2 5/32 54 
289-601-762 Mask Assembly, Passenger Oxygen (BAC 10-60137-185) 00-734 2 3/32 58 289-601-212 Mask Assembly, Passenger Oxygen (BWM 7002-517) 5065-10 2 5/32 54 
289-601-763 Mask Assembly, Passenger Oxygen (BAC 10-60137-186, 00-734 2 3/32 68.25 289-601-213 Mask Assembly, Passenger Oxygen 289-56 2 5/32 54 
289-601-764 Mask Assembly, Passenger Oxygen (BAC 10-60137-1 87) 00-734 2 3/32 68.25 289-601-214 Mask Assembly, Passenger Oxygen (BWM 7002-523) 1025 2 5/32 54 
289-601-765 Mask Assembly, Passenger Oxygen (BAC 10-60137-188 00-734 ri 3/32 77 289-601-215 Mask Assembly, Passenger Oxygen None 2 5/32 51 
289-601-766 Mask Assembly, Passenger Oxygen (BAC 10-60137-287 00-734 2 3/32 68.25 289-601-216 Mask Assembly, Passenger Oxygen None 2 5/32 54 
289-601-781 Mask Assembly, Passenger Oxygen (BAC 10-60137-283) 00-734 3 3/32 68.25 289-601-217 Mask Assembl ‘ P. 0. 289-56 2 5/32 5A 
y, Passenger Oxygen 

Se edau es ees patie eases eal ee ites ay : Ete ee 289-601-218 Mask Assembly, Passenger Oxygen (BWM 7002-519) None 2 3/32 60 

-601- ask Assembly, Passenger Oxygen - - - , : 
289-601-784 Mask Assembly, Paccenaas ae (BAC 10-60137-186 00-734 3 3/32 58 ae Mask Assembly, Passenger Oxygen 28-190 2 pia2 ae 
289-601-785 Mask Assembly, Passenger Oxygen (BAC 10-60137-288 00-734 3 3/32 68.25 289-601-221 Mask Assembly, Passenger Oxygen (LS!) None 2 3/32 11.25 
289-601-801 Mask Assembly, Passenger Oxygen (BAC 10-60137-184 None 3 3/32 62 289-601-222 Mask Assembly, Passenger Oxygen None 2 5/32 50 
289-601-803 Mask Assembly, Passenger Oxygen (BAC 10-60137-186) None 3 3/32 68 289-601-223 Mask Assembly, Passenger Oxygen None 2 3/32 50 
289-601-804 Mask Assembly, Passenger Oxygen (BAC 10-60137-190 None 3 3/32 67 289-601-224 Mask Assembly, Passenger Oxygen None 2 3/32 56 
289-601-806 Mask Assembly, Passenger Oxygen (BAC 10-60137-193 None 3 3/32 48 289-601-227 Mask Assembly, Passenger Oxygen None 2 3/32 42 
289-601-810 Mask Assembly, Passenger Oxygen (BAC 10-60137-161) None 3 3/32 48 289-601-228 Mask Assembly, Passenger Oxygen (CESSNA 9910381) None 2 3/32 42 
289-601-812 Mask Assembly, Passenger Oxygen (BAC 10-60137-162 None 3 3/32 65 289-601-228-1 Mask Assembly, Passenger Oxygen None 2 3/32 50 
289-601-814 Mask Assembly, Passenger Oxygen (BAC 10-60137-116 None 3 3/32 62 289-601-229 Mask Assembly, Passenger Oxygen None 2 3/32 56 
289-601-816 Mask Assembly, Passenger Oxygen (BAC 10-60137-163 None 3 3/32 68 289-601-232 Mask Assembly, Passenger Oxygen (BWM 7002-513) None 2 3/32 94 
289-601-818 Mask Assembly, Passenger Oxygen (BAC 10-60137-164) None 3 3/32 86 289-601-233 Mask Assembly, Passenger Oxygen (BWM 7002-515) None 2 3/32 100 
289-601-822 Mask Assembly, Passenger Oxygen (BAC 10-60137-166 None 3 3/32 65 289-601-234 Mask Assembly, Passenger Oxygen (BWM 7002-521) 289-57 2 5/32 54 
289-601-856 Mask Assembly, Passenger Oxygen (BAC 10-60137-100 None 2 3/32 55 289-601-235 Mask Assembly, Passenger Oxygen (EROS 441279) None 2 3/32 48 
peas te ees — piel ie See ee ; ie = 289-601-239 Mask Assembly, Passenger Oxygen (BEECH 114-560028-01) None 2 3/32 42 

Poul ask Assembly, Passenger Uxygen - ; one . 289-601-240 Mask Assembly, Passenger Oxygen None 2 3/32 42 
289-601-859 Mask Assembly, Passenger Oxygen (BAC 10-60137-103) None 2 3/32 50 289-601-241 Mask ae ee ee None 2 a 59 
289-601-860 Mask Assembly, Passenger Oxygen (BAC 10-60137-104 None Z 3/32 63 289-601-242 Mask Assembly, Passenger Oxygen None 2 3/32 1 
nese ae she caw seca ie Peele oa ; ve a 289-601-243 Mask Assembly, Passenger Oxygen None 2 3/32 86 

-601 - ask Assembly, Passenger Oxygen - - one : 
289-601-863 Mask Assembly, eee se (BAC 10-60137-107 None 2 3/32 85 apap ae Meoreseemibly, Passenger Ganen None : sh » 
289-601-864 Mask Assembly, Passenger Oxygen (BAC 10-60137-108) None 2 3/32 66 289-601:2%) Mask Assembly, Passenger Oxygen None 7 3/32 62 
289-601-865 Mask Assembl : P. 0 (BAC 10-60137-109 N 2 3732 64 289-601-246 Mask Assembly, Passenger Oxygen (EROS 406879) None 2 3/32 60 

ly, Passenger Oxygen one 

289-601-866 Mask Assembly, Passenger Oxygen (BAC 10-60137-110: None 2 3/32 62 289-601-247 Mask Assembly, Passenger Oxygen None 2 3/32 42 
289-601-867 Mask Assembly, Passenger Oxygen (BAC 10-60137-111 None 2 3/32 58 289-601-248 Mask Assembly, Passenger Oxygen 5065-10 2 5/32 1 
289-601-868 Mask Assembly, Passenger Oxygen (BAC 10-60137-112) None 2 3/32 64 289-601-249 Mask assembly, Passenger Oxygen (EROS 444065) None 2 3/32 37.5 
289-601-869 Mask Assembly, Passenger Oxygen (BAC 10-60137-113 None 2 3/32 77 289-601-250 Mask Assembly, Passenger Oxygen None 2 5/32 66 
289-601-871 Mask Assembly, Passenger Oxygen (BAC 10-60137-871 None 2 3/32 77 289-601-251 Mask Assembly, Passenger Oxygen None 2 5/32 182 
289-601-872 Mask Assembly, Passenger Oxygen (BAC 10-60137-115 None 2 3/32 69 289-601-252 Mask Assembly, Passenger Oxygen 5065-10 2 5/32 81 
289-601-873 Mask Assembly, Passenger Oxygen (BAC 10-60137-116 None 2 3/32 80.5 289-601-253 Mask Assembly, Passenger Oxygen None 2 5/32 50 
289-601-874 Mask Assembly, Passenger Oxygen (BAC 10-60137-117 None 2 3/32 68.25 289-601-254 Mask Assembly, Passenger Oxygen None 2 3/32 44 


** Type of Flow Indicator ™ Type of Flow Indicator 
(1) None (2) Bag featuring integrated green indicator (3) P/N 804273-01 in-line indicator (1) None (2) Bag featuring integrated green indicator (3) P/N 804273-01 in-line indicator 


289-601 Series Masks (4) PIN 8540-00 in-line indicator (5) P/N 00-5270 in-line indicator (6) P/N 803479-01 in-line indicator 289-601 Series Masks (4) PIN 8540-00 in-line indicator (5) P/N 00-5270 in-line indicator (6) P/N 803479-01 in-line indicator 
AVOX P/N Description Fitting Flow Ind.** Tube I.D. Total Length AVOX P/N Description Fitting Flow Ind.** Tube I.D. Total Length 
P/N Inches Inches P/N Inches Inches 
289-601-255 Mask Assembly, Passenger Oxygen None 2 3/32 44 289-601-379 Mask Assembly, Passenger Oxygen (BAC 41714205-79) None 2 3/32 65 
289-601-256 Mask Assembly, Passenger Oxygen (KG 26795-002) DMZ31 2 5/32 158 289-601-379-1 Mask Assembly, Passenger Oxygen (BAC 417T4205-179) None 2 3/32 65 
289-601-257 Mask Assembly, Passenger Oxygen (KG 48531-127) DMZ24 2 5/32 158 289-601-381 Mask Assembly, Passenger Oxygen (BAC 417T4205-81) None 2 3/32 48 
289-601-258 Mask Assembly, Passenger Oxygen 8570-03 2 5/32 100 289-601-381-1 Mask Assembly, Passenger Oxygen (BAC 417T4205-181) None 2 3/32 48 
289-601-259 Mask Assembly, Passenger Oxygen None 2 5/32 100 289-601-382 Mask Assembly, Passenger Oxygen (BAC 417T4205-82) None J 3/32 65 
289-601-274 Mask Assembly, Passenger Oxygen (BAC 417T4205-101) None 3 3/32 68 289-601-382-1 Mask Assembly, Passenger Oxygen (BAC 41714205-182) None 2 3/32 65 
289-601-276 Mask Assembly, Passenger Oxygen (BAC 417T4205-102) None 3 3/32 57 289-601-383 Mask Assembly, Passenger Oxygen (BAC 417T4205-83) None 2 3/32 48 
289-601-278 Mask Assembly, Passenger Oxygen (BAC 417T4205-103) None 3 3/32 68 289-601-383-1 Mask Assembly, Passenger Oxygen (BAC 417T4205-183) None 2 3/32 48 
289-601-280 Mask Assembly, Passenger Oxygen (BAC 417T4205-104) None 3 3/32 73 289-601-384 Mask Assembly, Passenger Oxygen (BAC 41714205-91) None 2 3/32 68 
289-601-282 Mask Assembly, Passenger Oxygen (BAC 417T4205-105) None 3 3/32 68 289-601 -384-1 Mask Assembly, Passenger Oxygen (BAC 417T4205-191) None 2 3/32 68 
289-601-284 Mask Assembly, Passenger Oxygen (BAC 41714205-117) None 3 3/32 48 289-601-385 Mask Assembly, Passenger Oxygen (BAC 417T4205-142) None 3 3/32 57 
289-601-289 Mask Assembly, Passenger Oxygen (BAC 417T4205-128) None 3 3/32 68 289-601-387 Mask Assembly, Passenger Oxygen (BAC 417T4205-143) None 3 3/32 68 
289-601-291 Mask Assembly, Passenger Oxygen (BAC 41714205-129) None 3 3/32 80 289-601-389 Mask Assembly, Passenger Oxygen (BAC 417T4205-144) None 3 3/32 73 
289-601-293 Mask Assembly, Passenger Oxygen (BAC 417T4205-130) None 3 3/32 62 289-601-390 Mask Assembly, Passenger Oxygen (BAC 41714205-145) None 3 3/32 68 
289-601-295 Mask Assembly, Passenger Oxygen (BAC 417T4205-138) None 3 3/32 68 289-601-392 Mask Assembly, Passenger Oxygen (BAC 417T4205-167) None 3 3/32 48 
289-601-296 Mask Assembly, Passenger Oxygen (BAC 417T4205-139) None 3 3/32 80 289-601-394 Mask Assembly, Passenger Oxygen (BAC 417T4205-151) None 3 3/32 68 
289-601-301 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-395 Mask Assembly, Passenger Oxygen (BAC 417T4205-152) None 3 3/32 68 
289-601-301-1 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-397 Mask Assembly, Passenger Oxygen (BAC 417T4205-153) None 3 3/32 73 
289-601-302 Mask Assembly, Passenger Oxygen None 2 3/32 57 289-601-399 Mask Assembly, Passenger Oxygen (BAC 41714205-180) None 3 3/32 68 
289-601-302-1 Mask Assembly, Passenger Oxygen None 2 3/32 57 289-601-400 Mask Assembly, Passenger Oxygen (BAC 10-60137-152) 00-734 2 3/32 68 
289-601-303 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-401 Mask Assembly, Passenger Oxygen (BAC 10-60137-153) 00-734 2 3/32 76 
289-601-303-1 Mask Assembly, Passenger Oxygen None Z 3/32 68 289-601-402 Mask Assembly, Passenger Oxygen (BAC 10-60137-154 00-734 J 3/32 52 
289-601-304 Mask Assembly, Passenger Oxygen None 2 3/32 2B 289-601-403 Mask Assembly, Passenger Oxygen (BAC 10-60137-155 00-734 2 3/32 77 
289-601-304-1 Mask Assembly, Passenger Oxygen None 2 3/32 23 289-601-404 Mask Assembly, Passenger Oxygen (BAC 10-60137-156) 00-734 2 3/32 55 
289-601-305 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-405 Mask Assembly, Passenger Oxygen (BAC 10-60137-157 00-734 2 3/32 61 
289-601-305-1 Mask Assembly, Passenger Oxygen None Z 3/32 68 289-601-406 Mask Assembly, Passenger Oxygen (BAC 10-60137-158 00-734 2 3/32 56 
289-601-306 Mask Assembly, Passenger Oxygen (BAC 417T4205-222) None 3 3/32 73 289-601-407 Mask Assembly, Passenger Oxygen (BAC 10-60137-159) 00-734 2 3/32 67 
289-601-317 Mask Assembly, Passenger Oxygen None 2 3/32 48 289-601-408 Mask Assembly, Passenger Oxygen (BAC 10-60137-160, 00-734 2 3/32 62 
289-601-317-1 Mask Assembly, Passenger Oxygen None 2 3/32 48 289-601-409 Mask Assembly, Passenger Oxygen (BAC 10-60137-161 00-734 2 3/32 65 
289-601-318 Mask Assembly, Passenger Oxygen None 2 3/32 65 289-601-410 Mask Assembly, Passenger Oxygen (BAC 10-60137-162) 00-734 2 3/32 71 
289-601-318-1 Mask Assembly, Passenger Oxygen None 2 3/32 65 289-601-411 Mask Assembly, Passenger Oxygen (BAC 10-60137-163) 00-734 2 3/32 86 
289-601-319 Mask Assembly, Passenger Oxygen None J 3/32 68 289-601-412 Mask Assembly, Passenger Oxygen (BAC 10-60137-164 00-734 Zz 3/32 86 
289-601-319-1 Mask Assembly, Passenger Oxygen None Z 3/32 68 289-601-700 Mask Assembly, Passenger Oxygen (BAC 10-60137-120 None J 3/32 55 
289-601-320 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-701 Mask Assembly, Passenger Oxygen (BAC 10-60137-121 None 2 3/32 68.25 
289-601-320-1 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-702 Mask Assembly, Passenger Oxygen (BAC 10-60137-122) None 2 3/32 68.25 
289-601-321 Mask Assembly, Passenger Oxygen None 2 3/32 44 289-601-703 Mask Assembly, Passenger Oxygen (BAC 10-60137-123 None 2 3/32 50 
289-601-322 Mask Assembly, Passenger Oxygen None 2 3/32 44 289-601-704 Mask Assembly, Passenger Oxygen (BAC 10-60137-124) None 2 3/32 63 
289-601-328 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-705 Mask Assembly, Passenger Oxygen (BAC 10-60137-125) None 2 3/32 74 
289-601-328-1 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-706 Mask Assembly, Passenger Oxygen (BAC 10-60137-126; None 2 3/32 86.75 
289-601-329 Mask Assembly, Passenger Oxygen None 2 3/32 80 289-601-707 Mask Assembly, Passenger Oxygen (BAC 10-60137-127 None 2 3/32 85 
289-601-329-1 Mask Assembly, Passenger Oxygen None 2 3/32 80 289-601-708 Mask Assembly, Passenger Oxygen (BAC 10-60137-128, None 2 3/32 66 
289-601-330 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-709 Mask Assembly, Passenger Oxygen (BAC 10-60137-129 None 2 3/32 64 
289-601-330-1 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-710 Mask Assembly, Passenger Oxygen (BAC 10-60137-130 None Z 3/32 62 
289-601-333 Mask Assembly, Passenger Oxygen None 2 3/32 86 289-601-711 Mask Assembly, Passenger Oxygen (BAC 10-60137-131) None 2 3/32 58 
289-601-333-1 Mask Assembly, Passenger Oxygen None 2 3/32 86 289-601-712 Mask Assembly, Passenger Oxygen (BAC 10-60137-132) None 2 3/32 64 
289-601-338 Mask Assembly, Passenger Oxygen (BAC 417T4205-69) None 2 3/32 68 289-601-713 Mask Assembly, Passenger Oxygen (BAC 10-60137-133 None 2 3/32 77 
289-601-338-1 Mask Assembly, Passenger Oxygen (BAC 417T4205-169) None 2 3/32 68 289-601-714 Mask Assembly, Passenger Oxygen (BAC 10-60137-134, None 2 3/32 77 
289-601-339 Mask Assembly, Passenger Oxygen (BAC 417T4205-70) None 2 3/32 80 289-601-715 Mask Assembly, Passenger Oxygen (BAC 10-60137-135 None 2 3/32 69 
289-601-339-1 Mask Assembly, Passenger Oxygen (BAC 417T4205-170) None 2 3/32 80 289-601-716 Mask Assembly, Passenger Oxygen (BAC 10-60137-136, None 2 3/32 80.5 
289-601-340 Mask Assembly, Passenger Oxygen None 2 3/32 62 289-601-717 Mask Assembly, Passenger Oxygen (BAC 10-60137-137 None 2 3/32 68.25 
289-601-340-1 Mask Assembly, Passenger Oxygen None 2 3/32 62 289-601-718 Mask Assembly, Passenger Oxygen (BAC 10-60137-138) None 2 3/32 68.25 
289-601-341 Mask Assembly, Passenger Oxygen (BAC 417T4205-71) None 2 3/32 68 289-601-719 Mask Assembly, Passenger Oxygen (BAC 10-60137-139) None 2 3/32 77 
289-601-341-1 Mask Assembly, Passenger Oxygen (BAC 417T4205-171) None Z 3/32 68 289-601-720 Mask Assembly, Passenger Oxygen (BAC 10-60137-140 None 2 3/32 85 
289-601-343 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-721 Mask Assembly, Passenger Oxygen (BAC 10-60137-145 None 2 3/32 57.25 
289-601-343-1 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-722 Mask Assembly, Passenger Oxygen (BRITISH AIRWAYS) None 2 3/32 68 
289-601-344 Mask Assembly, Passenger Oxygen (BAC 41774205-72) None Z 3/32 B 289-601-723 Mask Assembly, Passenger Oxygen (BRITISH AIRWAYS) None J 3/32 90 
289-601-344-1 Mask Assembly, Passenger Oxygen (BAC 417T4205-172) None Z 3/32 3 289-601-724-1A Mask Assembly, Passenger Oxygen (EROS MW 39-01 None Z 3/32 63 
289-601-345 Mask Assembly, Passenger Oxygen (BAC 41714205-73) None 2 3/32 68 289-601-724-2A Mask Assembly, Passenger Oxygen (EROS MW 39-02) None 2 3/32 63 
289-601-345-1 Mask Assembly, Passenger Oxygen (BAC 41714205-173) None 2 3/32 68 289-601-724-3A Mask Assembly, Passenger Oxygen (EROS MW 39-03) None 2 3/32 63 
289-601-346 Mask Assembly, Passenger Oxygen None 2 3/32 48 289-601-724-4A Mask Assembly, Passenger Oxygen (EROS MW 39-04 None 2 3/32 63 
289-601-351 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-724-5A Mask Assembly, Passenger Oxygen (EROS MW 39-05) None 2 3/32 78 
289-601-351-1 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-724-6A Mask Assembly, Passenger Oxygen (EROS MW 39-06) None 2 3/32 78 
289-601-352 Mask Assembly, Passenger Oxygen (BAC 417T4205-74) None 2 3/32 68 289-601-724-7A Mask Assembly, Passenger Oxygen (EROS MW 39-07 None 2 3/32 51 
289-601-352-1 Mask Assembly, Passenger Oxygen (BAC 417T4205-174) None 2 3/32 68 289-601-724-8A Mask Assembly, Passenger Oxygen (EROS MW 39-08 None J 3/32 51 
289-601-353 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-724-9A Mask Assembly, Passenger Oxygen (EROS MW 39-09) None 2 3/32 63 
289-601-353-1 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-724-10A Mask Assembly, Passenger Oxygen (EROS MW 39-10 None Z 3/32 63 
289-601-354 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-724-11A Mask Assembly, Passenger Oxygen (EROS MW 39-11 None 2 3/32 51 
289-601-355 Mask Assembly, Passenger Oxygen None 2 3/32 62 289-601-724-12A Mask Assembly, Passenger Oxygen (EROS MW 39-12) None 2 3/32 51 
289-601-356 Mask Assembly, Passenger Oxygen None 2 3/32 68 289-601-724-13A Mask Assembly, Passenger Oxygen (EROS MW 39-13 None 2 3/32 87 
289-601-357 Mask Assembly, Passenger Oxygen None Z 3/32 67 289-601-724-14A Mask Assembly, Passenger Oxygen (EROS MW 39-14 None Z 3/32 87 
289-601-358 Mask Assembly, Passenger Oxygen None 2 3/32 48 289-601-724-15A Mask Assembly, Passenger Oxygen (EROS MW 39-15, None 2 3/32 78 
289-601-360 Mask Assembly, Passenger Oxygen None 2 3/32 48 289-601-724-16A Mask Assembly, Passenger Oxygen (EROS MW 39-16) None 2 3/32 78 
289-601-361 Mask Assembly, Passenger Oxygen None 2 3/32 48 289-601-724-17A Mask Assembly, Passenger Oxygen (EROS MW 39-17 None 2 3/32 87 
289-601-361-1 Mask Assembly, Passenger Oxygen None 2 3/32 48 289-601-724-18A Mask Assembly, Passenger Oxygen (EROS MW 39-18 None 2 3/32 87 
289-601-362 Mask Assembly, Passenger Oxygen None 2 3/32 65 289-601-724-19A Mask Assembly, Passenger Oxygen (EROS MW 39-19) None 3 3/32 63 
289-601-362-1 Mask Assembly, Passenger Oxygen None 2 3/32 65 289-601-724-20A Mask Assembly, Passenger Oxygen (EROS MW 39-20 None 3 3/32 63 
289-601-375 Mask Assembly, Passenger Oxygen (BAC 417T4205-75) None 2 3/32 62 289-601-724-21A Mask Assembly, Passenger Oxygen (EROS MW 39-21 None 3 3/32 63 
289-601-375-1 Mask Assembly, Passenger Oxygen (BAC 41714205-175) None 2 3/32 62 289-601-724-22A Mask Assembly, Passenger Oxygen (EROS MW 39-22) None 3 3/32 63 
289-601-376 Mask Assembly, Passenger Oxygen (BAC 41774205-76) None 2 3/32 68 289-601-724-23A Mask Assembly, Passenger Oxygen (EROS MW 39-23) None 3 3/32 78 
289-601-376-1 Mask Assembly, Passenger Oxygen (BAC 417T4205-176) None Z 3/32 68 289-601-724-24A Mask Assembly, Passenger Oxygen (EROS MW 39-24 None 3 3/32 78 
289-601-377 Mask Assembly, Passenger Oxygen (BAC 417T4205-77) None Z 3/32 86 289-601-724-25A Mask Assembly, Passenger Oxygen (EROS MW 39-25 None 3 3/32 51 
289-601-377-1 Mask Assembly, Passenger Oxygen (BAC 417T4205-177) None 2 3/32 86 289-601-724-26A Mask Assembly, Passenger Oxygen (EROS MW 39-26 None 3 3/32 51 
289-601-378 Mask Assembly, Passenger Oxygen (BAC 417T4205-78) None 2 3/32 68 289-601-724-27A Mask Assembly, Passenger Oxygen (EROS MW 39-27 None 3 3/32 63 


